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I walked thought the graveyard. She was buried in the same place that 
she tried to save. She researched material for Giles. She was bright, 
sweet, and loving girl. Willow was my only true friend. She always 
tried including me within their group. She trusted me again after the 
Angelas incident. Even after I tried kill her. She restored my soul, 
even thought I tried to destroy the world. 

I began to cry when I realized I was last one standing. The rest of 
them are died. Buffy died trying to keep the Hellmouth from growing. 
Xander died from in some silly drive-by shooting. Giles and Joyce 
died from a car accident . Cordelia died from a hand full of pills. 
Willow lived the longest but in the end I could not save her. She 
died of cancer. I was alone, but I made a promise to Willow protect 
the future slayers. I reached her grave. 

Willow Rosenberg 

A Loyal Eriend A Light in the darkness 
1981-2021 

I put down the red rose. 

"I planned to keep this promise. Willow. I am going to China, that's 



where the next slayer is. I haven't been to China in 100 years." I 
muttered. The tears fell freely from my face. I fell to the ground 
and leaned on the grave. I sobbed against the cold stone. 

"I have come to say good-bye. I will always remember you. Wish me 
luck. " 

I turned and walk away. A star shot down from the sky. I had a 
feeling she just did. 


End 
f lie . 



